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F B I 

Date: 



5/20/71 



Transmit the following in 
Via A I R T E L 



(Type in plaintext or code) 



V 



(Priority) 



TO: 
FROM: 
SUBJECT 



DIRECTOR, FBI (52-94527) 
SAC ■ PHILADELPHIA (52-7165) 




Re Bureau teletype to Philadelphia dated 4/28/71.^ 

V * 

Enclosed for the Bureau is a self-explanatory LHM 
and photograph re PHILIP FRANCIS BERRIGAN, MEDBURG suspect. ^ 



ALL lMFPr*" "iTI n "'' WTAlHEu 




Bureau (53-94527) (Encl 



- Philadelphia 



1 V Tim 1TTT1 TT 
- 100-50288 




EX-104 

CRM) 



16 MAY 241971 



VSD/rav 
(tf) 
H 



Susses snow 




Sent 



M Per 



ial Agent in Charge 




» In Kepty Please Refer to 



Q 



UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BURE~AU OF INVESTIGATION 

Philadelphia, Pennsylvania 
May 20 , 19 71 



f- PHILIP FRANCIS .BERRIGAN 

PHilip * Berrigan and three others entered United 
States Custom House in, Baltimore , Md v on October 27, 1967, and 
poured blood on Selective Service "files . Berrigan was found 
guilty of Destruction of Government Property and Interfering 
with Operations of Selective Service System on April 16, 196 8. Q 

On May 17, 196 8, Berrigan and eight others burned 
Selective Service records in C&tonsville, M&. , and were arrested 
on the spot. i J 

Berrigan was sentenced to six years custody of 
Attorney General on May 2H, 19 68, for the Custoin House incident.^ 

On October 5, 196 8, Berrigan was, found guilty for 
the Catonsville incident, and on November 8, 1968, received a 
three year, six month sentence to run concurrent with previous 
sentence. Berrigan f s appeal was overruled; he subsequently failed 
to report to United States Marshal, Baltimore, Md., and fugitive 
process was filed. He was apprehended while hiding in a church 
closet in ^wjfork City on April 21, 19 70,^ 

On January 12, 1971, a Federal Grand Jury, Middle 
District of Pennsylvania, TnHin t-gd PMiin Raw? craft *nri flw 
others for conspiring to kidnap[ 



b6 
b7C 



and destroy underground heating systems of the United States 
Government buildings dn Washington^ D.C.^J 

It is noted that Philip Berrigan has been convicted 
of physically entering Selective Service Local .Boards , is currently 
•under indictment for conspiracy to destroy Government property,, and 
is a known associate of several MEDBURG suspects .J 



Berrigan tyj 



The" following is a description of Philip Francis 



JNCLOSURE ' ^ 



o 



PHILIP FRANCIS%%ERRIGAN ' a-** 



Race 
Sex 

Height 
Weight 

Date of birth 
TTace onavth- 
Hair 
Eyes 

Complexion 
Occupation 



FBIJLcl. 

Marital Status 
Relatives : 
Mother 



Education 



White 

Male 

6' 

185 pounds 
October 4, 192 3 
:TworHa^;ors^Mirm ♦ 
Gray, cut shorF 8 " 
Blue 
Light 

Roman Catholic Priest, 

Josephite Order 
jL2,8J3[28jB 
Single 



FREDA BERRIGAN 

12 3 West Matson Avenue 

Syracuse , N.Y . 
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{ 



B.A. , 1950 
Holy Cross College; 
Ordained Priest, 1955, 
Worcester, Mass, 
Josephite Seminary, 
Washington , D .,C ; 

B.A. , 19 59 , Lay ola, New Orleans 
La. 



Military Record 



M.A., 1962, Xavier University, 
New Orleans, La. 

U.S. Army, 1943 to 1946 
Honorable Discharge - 
Second Lieutenant 



F B I 

Date: 5/13/71 



Transmit the following in 
Via ■ AIRTEL 



(Type in plaintext or code) 



(Priority) 




Si 



TO: 



DIRECTOR, FBI (52-94527) 
ATT: .FBI, LAB ' 



PROM: SAC, CLEVELAND (IQO-29867) (P) 
SUBJECT: "CIIANGEn" s : 
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m - ana (E ^BBMJ^IlIJNFOy'^l^'i GO'ITlilNEB 

DATg#il.8£lBYJKg^ 



Title marked changed to include character 
UFAP - B & E in view of the fugitive status of the" subject 

Enclosed for -the Lab is a xerox copy of an" 
address book of the subject found by the Ohio State 
Highway Patrol after -a demonstration at Miami University, , 
Oxford, Ohio, on 4/15/7 J 

For the information of the Lab, 'the subject is a 

Priority I, .Security Index subject of Clevel and whosfi 

whereabouts a/ra unknown. tfa M «c ^wvx wa * <»l I 



uijiir process is outstanding for him re 



He is considered a second 



d2 



Bureau (Enc # 1) 



si 

m 




ipect ih^edburg 



ing "this .theft. 
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2 : oSieSf 13 (100 ^ 2995 > (»)«rwBH««B 



RGSrmab 
(7) 




Special Agent in Charge 



Sent 




NO 

ft 

f \ 
• n 

-6 

I 







cv 100-2936? 



The FBI Lab is requested to compare the handwriting 
in the subject's address book v/ith the evidence previously 
submitted by Philadelphia in the Medburg case.^J 

ALL INDIVIDUALS INVOLVED IN NEW LEFT EXTREMIST 
ACTIVITIES SHOULD BE CONSIDERED DANGEROUS BE C AUSE OF THEIR 
KNOWN ADVOCACY AND USE OF EXPLOSIVES, REPORTED"" RCQUISITION* 
OF FIREARMS, AND INCENDIARY DEVICES /AND KNOWN PROPENSITY 
FOR VIOLENCE' , y 

SUBJEC T REPORTEDLY CARRIES A HANDGU N, IN HIS PERSON 
AND SHOULD BE .CONSIDERED ARMED AND DANGEROUS' 



FD-36XR©V.^ 5-22-64) 
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Date: 5/21/71 



Transmit the following in 
AIRTEL 



(Type in plaintext or code) 

REGISTERED MAIL 



(Priority) 



TO: 

FROM:. 
SUBJECT 



DIRECTOR, FBI (52-9^527) 

ATTENTION: FBI LABORATORY, 
RADIO ENGINEERING SECTION 



SAC^raiXADELPHIA. (52-7165) (P) 

: ^1EDBURg3) 

00: Philadelphia" 



In' connection with investigation of the above-captioned 
matter, assistance personnel of the' Engineering Unit of the 
Radio Engineering Section is requested by the Philadelphia 
Office. The contemplated, date of this assistance is 
5/26/Tg. ^ 



. 'rr~ 



n V 

(2.)- Bureau (RM) 
■ I - Philadelphia 





JJF:BSM 
(3) 



EX-104 



17 MAY 2^ 1971 



59JUN4- 1971 

Approved: _,_ 




•AH, I1IF0MIQH C01$OT§ 
HmEIHISmiCMSSIFIED 

OIIlETiWISE - 




/77X 



Special Agent in Charge 



Sent 



M Per 



J 




Name Searching Unit — Room 6527 
Service Unit - Room 652-4 
forward to jpjle R^^A^\y 
Attention 



] Return 



to 



Sup6fv|s^/r " Room E>ct. 



Ty pe of References Requested: ^ 
j 1 Regular Request (Analytical Search*) 

I j All References (Subversive <5c No n subversive) 

j 3 Subversive References Only — ~- 

I J N o ns ufc> vers ive References Only 

I 1 Main - References Only 



Ty pe of Searcn Requested : 

I I Restricted to Locality of 



J Exact Name Onl y (On the Nose) 
1 Buildup I I Variations 



Subject 



Birthdate <Sc Place 
Address 



Localities 
R # 



Da 



— *yj - SearcHer 
te Initials _ 



Prod. 



ILg^NUMBER 



SERIAL 



\i i fMmRMflTiniM r.nrsiTAtNrn 



HEREIN t !S UNCLASSIFIED — 1 

DA T E :- Sw VS*»P BY ^^jK*&(&*>fr 



9 



% - *. May 15,-1871 } 

GENERAL* INVESTIGATIVE DIVISION ~ 

Attached pertains to interviews of 
occupants in building where Media, Resident 
Agency formerly located as well as an 
individual in nearby area by representatives 
of National Broadcasing Company (NBC). 
NBC allegedly preparing documentary for 
its television prog rai^ 
which will be aired June>, 1971, and will 
deal in part with the "Media incident': • ■ 
According to one of the individuals 
interviewed, television crew attempted to 
coaeh him in an obvious attempt by NBC to 
"disgrace" the Bureau.rl 

On May 14, 1971. NBC representative 
contacted SAC Philadelphia requesting an 
interview re Media incident. He was 
i nfoxmed SAC J iadLo o^ comment to ma ke. J 
, AJfcOTney General Demg advised in 
I writing. JJureau files contain no information 
identifiab&with TTomi^awayof NBC. \ ) 



HASrmcw 

Y 




'ALL XSFCEUAXIon CONTAINED 
HEBEIH IS UNCLASSIFIED 

exce?i nans shows 

0IH2T.WISB 



>-3^ '-''©ft 



4 / May Iff, 1971 

* GENERAL INVES TIGS^CIVE DIVISION \, * I 

Atfciched sets forth suflygfary of investigation «- 
regarding Media, Pa. , Resident Agency (RA) burglary. 
Search warrant executed 5/16/71. for residence of 

Philadelphia, 



frfljg ori rm ^nfnrm fltimi from local citizen who had^advised 
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that| |apartment possibl y containe d stolen 

FBI documents. Search reflected ! | to be in 

possession of approximately 15 copies of Bureau 
publications pertaining to police instruction and *) 
Directory and Buyers Guide of the International *\ 
Association of Chiefs of Police (IACP) which is Q 
believed to be an original document. The IACP publica- 
tion willlbe checked against prints of Special AgentaO^ 
previously assigned to Media to determine if ifcttsam^^x 
from Media RA.yJ 

Local publication known as "Philadelphia 
Magazine" received a packet of duplicated FBI docu- 
ments by maillfrom Detroit, Michigan, 5/17/71. 
Cover letter accompanying this packet identified a 
Stanley Branche, lo cal Philadelphia civil rights 
as an FBI informer. | 

b7C 

b7D 

^-?f 

opened as Potential Crimin al Informant ^3 

land dis continued ! ~~ LJ » 

| met with prime suspect | 




b 6 



I I in Philadelphia wee kend 5/15/71 andl |^ 

volunteered to source that|~ P ? 

| Full details of jthisr^> 



meeting being obta ined. 1 J ~ — " j-u t 

Prime suspect I I appeared with grjoup .of^ 

"Resistance adherents" and picketed Philadelphia Office 1 
5/17/71, protecting search of Flitcraft residence, ij be 

GBjrtmcp ViZ&fr-.-i^^J^^ f) 



b7C 




' t ,May 1^1,971 
jlAL INVESTIGATE DIVISION 
AttaSnfed sets forth summary *of irrest^fcicn 
re burglary of Media, Pennsylvania JRA.g 
FBI Laboratory advised some of the 

reproduced Kurgan rirfouments obtained from 

apartment of 



J May 16, 1971, bear 



characteristic markings of Xerox 2400 
machine which had appeared on previous t 
surfaced documents. Laboratory examination 
of material obtained from | 
apartment continuing. tf 

I NBC "First Tuesday" filming crew will . 
return to Media and Philadelphia area 5/2Q/*7L 
By separate communication, Detroit Office 
identified postal meter used to stamp 
envelope containing copies of stolen FBI 
material that had been mailed to Philac&phia 
magazine, May 16, 1971. Interview of 
postal employees at Detroit failed to A 
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o 




F B.I 

Date: 5/18/71 



Transmit the following "in 

V< „ A I R T E L 



(Type in plaintext or code) 



(Priority) 



/ 



I FROM: 



DIRECTOR, FBI (52-9^526) 
SAC, LOS ANGELES (52-13725) (P) 
^ SUBJECT ;( 2mEDBURG ^) 

^ Re LA teletype to Bureau 5/6/71 and PH teletype 

^ to Bureau 5/7/71. yj 

Enclosed for the Bureau, Boston and Philadelphia be 
are four copies e ach of an FD-302 regarding interview with b7c 

\i 

was interviewed 5/18/71, regarding MEDBURG, 



and declined to make any statement without advice of an 
attorney, 

A' l. INFORMATION CONTAINED 
DATE^te\Lay_BY^f_^^/6^ 





r £* 



Bureau (En&L^O 
jl - Boston (5246^6) (Encl 4) 

1 - PhiladelpM^( 52-7165) (Encl k) 

2 - Los AngeQses 



TJA/lme 
(6) 



ALL INFORMATION CONTAINED 

HEREIN is unclassified 



OTHERWISE 

Sent 




4 Approved: 




Spfeftal\ Agent in Charge 



* U. &. GOVERNMENT PRINTING OFFICE : 19« O - 34«-090 (11) „ 



FD^jy'tBev. 4-15-64) ' 

i 



On 



by 



9 Q? 

FEDERAL BUREAU OF INVESTIGATION 



Date ... 5/18/71 



int er v iewed and advised of the identities of the inter- -^XJ 
viewing agents as Special Agents of the FBI. *1 

He was advised that the purpose of the inter- 
view concerned the burglary of the Media, Pennsylvania, 
Resident Agency of the FBI and documents taken from the 
Resident Agency during that burglary,^ 

stated he would have to seek the council 



G£_arL_attomey prior to making any statement to the FBI. 



a* 

Jstated he did not have an attorney at the present 

time, but would retain one.^ 

Interview was terminated -at this time.^ 



,.:o 



I****** 99 '** 7 
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5/18/71 Q f Los Angeles, California t?;i» // Los Angeles 100-6*1359 

b6 

SA THEODORE J. AHEAR N, and ' b7c 
SA I fr jA/Jrl _ Date dictaled 5A8/ 71 



This document contains neither recommendations nor conclusions of the FBI. It is the property of the FBI and is loaned to 
your agency; it and its contents are not to be distributed outside your agency. * ^ ^ 



to 

TfiS GOVERNMENT 

Memorandum 



UNITED STATES 









l'li\an 



Tol «™Tr . ^ 

lH*nop j, 
/ * vfftcnnan. C-D-iC 
X a// Callahan t£l_ 



1 - Mr. Sullivan 

1 - Mr* Rosen 

1 - Mr. Shroder 

1 - Mr. Campbell 

1 - Mr. Schutz 



DATE: 



ALL JNEOS^H^ STAINED 
DATE^/fr</ BY^fe 



SYNOPSIS 



April 26, 1971 ^ |gg§ 
1 - Mr. Mohr 
1 - Mr. Bishop 
1 - Mr. Brennan 
1 - Mr. Callaha; 
1 - Mr. Dalbey 
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se of investigation into Media Resident 
Agency burglary March 8, 1971, we checked on various indivi- 
duals who might have knowledge of the offense. Among those 
checked were members of the Flower City Conspiracy .(FCC) who 
had been convicted and sentenced to Federal prison for the 
eptember 6 . 1970. breakrin of the Rochester, New York Resident \ 



ncy 



saJ 



jco be corr esponding. .w^h^.cojiviAted TCC member 



assigned R ochester RA found 



Virginia. I 



Eederal Refor matory, ^ 
Tnrevi 



Pnreviouslv convicted forT 



to SA| | re participating jnf 



, After her 

I she made admissions 




w^s case Ag ent in _Roche ster RA break-in an d handles new left 
^invesj:igatiqns^^ f - 

- ~" . ^ ~ v J , //o LocaL "i 

Correspondence init iated bvl jwhen she and 

another convicted FCC member , | f sent 1970 

Chri stmas card s to SA | "T di/d not respond to cards but 



when 



wrote February 21, 1971, | letter mak ing inquiry re 



prosecutive status nf hpr rasft in nonntrntinn *ri th \ 

SA[ 



by letter dated March 17, 1971. Two fetters from[ 



i '\a 

I respon ded * 



iV ^followed under -dates of March 27. 197 1. and April 13, 1971, 
[j1>^\\p' interspersed with a reply from I I d ated April 2. 1971. 

were addressed to | \ residence at 



r 




arid the ^possibig. 





:c (11) 



OJHERWISE 



Rosen to Sullivan Memorandum 
RE: MEDBURG 



b6 
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Her second and third letters are very lengthy and 
reflect extremely idealistic views on such matters as crime, 
prison reform, inadequate/parole boards, unfair criminal 
sentences, police activities, and the' Vietnam war. She 
advocates non-violence and writes disparagingly of the 
Black^Panther Party with its hero worship and militarism, 
in turn ; apparently is seeking to encourage her 



[cooperation making frequent reference to the •'alternatives' 1 
lopen to her. She; however, indicates she will not "rat" 
on anyone. Both make reference to the Media RA burglary 
March 8, 1971, she acknowledging the names of indivi duals 



]commenting 



in FBI records should not be made public, and 

on the slanted articles^ appearing ;Sn the press. Both made 
frequent references on a first name basis tcTother FCC members 
and individuals known to be associated with the FCC and the 
[East Coast Conspiracy to Save Lives (ECCSL) . J 



.{in sworn affidavit, SA 
closely associated with not only 



^plains he became 



but, other FCC members f 



and the * 



during the course of 
subsequent trial from November 16, 1970, through December 3, 1970 
He conducted intensive interviews with each after sentencing 
in connection with various other break-ins and vandalisms 
throughout the country. He advised he did not respond to her 
Christmas card but after receiving her letter of February 21, 
1971, and knowing her past role among the activists, her ECCSL 
association, and the fact she may have knowledge relative to the 
Media RA break-in, h^decided^to respondkinj m attempt to Lay 
grouncLjwprJc^ f or eventual success ^11 fnte^iewl r^^^_ 



admits 



ji34_nQt^ake^e£^ with his superiors 

but acknowledges discussing situation March 17 and 18, 1971, 
with Department Attorney William Connelly, who is assisting in 
the ECCSL case. Con nelly a llegedly in dicated he would seek 
Bureau autho rity for| ~| to interviewf I at Alder son. 



Accordin g to I J he was motivated throughout this matter to jjj^ 



r ? " 



CONTINUED - OVER 



O b &-~,v / 

} ',1*6.1971 

GENERAL INVESTIGATIVE DIVISION 



Attached deals with procedures in the 4 
Medburg investigation concerning our attempts 
to identify Xerox copiers responsible for 
reproducing many of the documents stolen from 
the Resident Agency at Media, 3/8/71. V 

As a result of a request from the 
President of Xerox Corporation, Bureau 
instructions (airtel to Albany with copy to 
all offices, 4/30/71) require contacts wxth 
Xerox be made only through Office of General; 
Counsel, Xerox. Copy of letter 4/30/71, 

attached, i) 

It is recommended SAC Roy K. Moore be 
mithorT 5Sd~to carefully screen _any_request 
i w s _-_lnvestigation dealing_with 

Sole prio r to contact bein g made with, Xerox 

0TfTce_61&eneralIC^ls^ -\T 
^^This proc edure applied only to Medburg 
and all other~investi gat ions involving Aerox 
Corporation will be channeled through SAC, 
New Haven via the Bureau, yj 




MAY 27 Wl 



Aar;; 



..i' AIMED 




ENCLOSURE 










FBI 

• Date: 5/20/71 



Transmit the following in 



(Type.in plaintext or code) 



(Priority) 



TO: 

FROM: 
SUBJECT: 



DIRECTOR, FBI 

(ATTN: DOMESTIC INTELLIGENCE DIVISION) 
(ATTN: GENERAL INVESTIGATIVE DIVISION) 
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SM-ANA (EASTCON) 
(MEDBURG SUSPECT) 



SAC, NEWARK (100-52925) (P) 

Re Summary report of SA l lat^~ — 



fewark 



dated 1/13/71: Newark airtel and LHM d ateH 12/8/71, captioned 
I I New Jersey; IS-ANA 

(EASTCON)Y and Newark airtel and LHM dated 3/10/71, captioned, 
"EASTCON". y 1 

In view of the subject f s res idence at 

| | New .Tprsev 

associati on with I \ suspect in 



nnd his 



J he is being considered a possible suspect in the 
Medburgf jaatter . 



Handwriting and printing specimens are being 
obtained and an attempt made to locate his fingerprints and 
available typewriters, and these will be forwarded when ob- 
tained to the FBI Laboratory.^ 

Bureau 
2 - Philadelphia 
4 - Newark 

(1 - 52-6817) 

(U- 52-6861) 

(1 - S-2 Desk) 
EJA/pmh 
(9) 



17 m 26 1971 



pecial Agent WCharge 



Sent 



M Per 



g 
© 



"tC 13. S. GOVERNMENT PRINTING OFFICEi l»7l — 413— 138 



FCVOiMRev. 5- 



22-64) 



F B I 

Date: May 3, 1971 



Transmit the following in 
Via AIRTEL 



(Type in- plaintext pr code) 



(Priority) 





DIRECTOR, FBI (52-945270 

(Attention: FBI Laboratory, Document Section) 



C, BOSTON (52-6636) 




;u rrr "'Tic:: ^m^Mk^. 



Enclosed for the FBI Laboratory Document Section 
for handwriting, hand printing and typewriter analysis 
(below material obtained from a CS o£ the Boston Office) 
in captioned matter as well as ECCSL are the following 
documents : ^ 

(1) Portion of manila envelope marked 
r\ "OF, BY, AND FOR THE FBI ♦ 11 



(2) Portion of sheet of white paper with 
green felt pen markings apparently 

"complete set qf 4 packets 11 

with red writing on reverse side ending 
in "PAUL COUMING's message." 

(3) Stencil entitled "For Immediate Release 
April 29, 1971." 

(4) Carbon of above stencil. 



x. 



\ 



<3 

**** 

8 





(5) Three pages of handwriting on yellow paper 
02£ beginning "Dear Resist Friends" .d^ted Ma>£ 1,., 

JlftY 1 97J (Apparently a roughdraft . ) ' ^ ' ^ 

(6) Memeo run off on Resist letteThea^d >4 apparently 
final form of abov^^dtfbjhdraf t . 1 H 

(7) Three Resist letterheads dated "March 19, i9'71i" fJ » 
S"\ V iB%i^ni^g«i^ijthtrDear Friend of ResctsftA'M- 

Bureau (Encs. ^RMJ.^— r ^ — — « , CIP 



1 I- Boston 
RBN/bbr 




"Approved 



Special Agent in Charge 



U. GOVERNMENT PRINTING OFFICE : 1969, O ? 3*5-090 (II) 




BS, 52-6636 



C8)< Lilac cb Toyed pager entitled "Revised 
February Funding Gralit;3 ? tl 

C9) Pale g^een colored paper entitlejd "Resist 
Financial Statement for February 27, 1974) ♦ 11 




; XFD-283,(Rev, *{pl9-67) 



federalObureau of investigation 



= 1 

REPORTING OFFICE 


OFFICE OF ORIGIN 


DATE 


INVESTIGATIVE PERIOD 


BOSTON 


BOSTON 


5/4/71 


3/10/71-4/15/71 



REPORT MADE DY 



aka 



CHARACTER OF CASE 

SM - MEDBURG SUSPECT 



TYPED 8Y 

cms 
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REFERENCE: 



Boston summary report by SA 
dated l/15/71*\j 
Boston report by SA 
4/28/71. J 



dated 



New Haven report by SA 

dated A/26/71 captioned "ad hoc committer to sponsor 







ACCOMPLISHMENTS CLAIMED 


a NONE 


ACQUIT- 


CON VIC 


AUTO. 


FUG. 


FINES 


SAVINGS 


RECOVERIES 


TALS 

















c e> ».i . V 



- P - 

ALL INF8M/I0N 



to?? 



i 

i 



CASli HAS BEEN: 

PENDING OVER ONE YEAR CZ) Y ES | InQ 
PENDING PROSECUTION 

OVER SIX MONTHS QyES | |no 



APPROVED 



SPECIAL AGENT 
IN CHARGE 



COPIES MA 



ifl^Bureau (KM) ■ ■ 

(4-100- \ | 

O-100-460495) (EqcSLKlnf o) 
^•52-94527) tfpDBURCmirifo) 
4-Bostpn. (l QQr^ ^^^^^»» 
(l-5l-6636)(MimBUI^r(Inf6) 
( 1-100-41615) (EASTC0N)( Info) 



Dissemination Record of Attached Report 


Agency 










Request Reed. 










Date Fwd. 










How Fwd. 




*{' P 






By 


* * « 









•fr- 



oo NOT WRITE IN SPACES BELOW 



sax 



sates, gae gaw. saaaaaa 



Notations 

AMi JflFORMAIION CONTAINED- 
ISSSSH IS UNCLASSIFIED 



fl- 



aw 



COVER PAGE 



GPO : t9S« O - 2»9*«8S 



o o 

BS- 100-41867 

(Copies continued) 

4-New Haven (RM) 

(2-100-20953 1 1 

( 1-100-20708) (EASTCON) ( Info) b 6 

(1-52-1972) (MEDBURG) ( Info) b7c 

4-New York (RM) , 

(2-100-f7118V l I 
(1- 100-168839) (EASTCON) (Info) 
( 1-52-10018) (MEDBURG) ( Info) 
3-Philad>lphia (ATTN; SA C ROY K. MOORE) (Encs. 2)(RM) 
(2-100-51965)' 



(1-100-51190) (EASTCON) (Info) 



LEADS 



PHILADELPHIA 

AT- PHILADELPHIA. PENNSYLVANIA . 



Will review re cords at Philadel phia Police Department 
*nnr.ftminpl I Arrent onl Jwhile she was( 



Pennsylvania, to 



determine if anything in her possession at that time would 
indicate where subject banks or any other information which 
could be used to trace her activities during' the month of 
March, 1971. J 



BOSTON 

AT BOSTON. MASSACHUSETTS . 

Will attempt to determine where .subject does her 
banking and thereby review bank records to determine if 
subject withdrew or deposited any funds in that account on 
or about 3/8/71. y) 

Will attempt to determine hereabouts of subject 
during pertinent, periods a round 3/8/71©^J 

• B - 

COVER PAGE 



o 



d 



BS' 100-41867 
INFORMANTS 
Identity of Source 




Location 
BS 52-6636 



ho 

b7C 

b7D 



PH 100-51965 



v 



hlD 



b7D 



ADMINISTRATIVE 

SUBJECT C j"S~ CONSIDERED A PRIME SUSPECT IN THE- CASE 
ENTITLED "MEDBURG." ^ 

It i s noted that the information received from 
known in the details of th e report as BS T-l> 



was obtained through personal contact o f 

SAC, Boston, on 4/1/71, without a" suppi^na duces tecum, 
in order that ttiis case may receive the expeditious handling 
which is required by this matter. A current subpoena duces 
tecum is being obtained by Boston for|~ 



The results of 

furnished immediately to appropriate offices. V 



will be 



The information furnished through 



(BS T-2) should 
not be made publi c wit tout the issuance of a subpoena duces 
tecum directed tof 



The Boston Agents contacting subject on 4/15/71 
were doing so to serve a subpoena on subject to appear at 
a Federal Grand Jury, Harrisburg, Pennsylvania, during the 
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b7C 

b7D 



b6 

b7C 

b7D 
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BS 100-41867 



week commencing 4/19/71 in conneoMnn with EASTCON. These 



Agents were SA 
and SA 



SA ROBERT F. SAUNDERS, 



The Agent contnr.tintr 
4/1/71 was SA 



on 



The- Philadelphia Agents observing subject in 
Philadelphia, Pennsylvania, are not identified in Boston 
files nor is 'the full name or address of SANE Headquarters 
furnished, 

The New Haven Agents who observed' subject make her 
speech on 3/22/71 at nniv****** 

SA's 

on£ 
SA 



The Boston Agent who con tac ted 



T7 



r 



Massachusetts, was 



Credit checks were made by SC 
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UN1TWS STATES DEPARTMENT OF Jl5*/flCE 
FEDERAL BUREAU OF INVESTIGATION 



b6 
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Copy tot 



Report of: 
Dot*. 

Ffetd.Offtco Fllo ft 
Tltltx 



5/A771 - 
100-41867 



Officer Boston, Massachusetts 

Bureau Fllo it 

All INFORMATION CONTAINED 
OATE^^-BY^^^ 



Charade*! 



SECURITY MATTER - MEDBURG SUSPECT 



Synoptlii 



Subject resides at . 
Massachusetts > and is enplo yed at 



telephone calls fromL 



1 Massachusetts « Three 

] during 



recent .months made to other prime augge cts in 
Media Reside nt Ag^n^y break- in and to a 



who is act&e in demonstrations against 

war, and on one occasion chained himself to the 
doors of "a local draft board in Pennsylvania* 
Subject's whereabouts: 3/6/71, Cambridge, Massachusetts; 
3/15/71, Philadelphia, Pennsylvania; 3/22/71, Storrs, 
Connecticut. Brother advised subject's whereabouts 
unknown 3/1-14/71 • Neighbor advised subject's 
whereabouts in recent past unknown* Q 




- P - 



on 



GHOUP 1 
ExcItt&Qd. fr^automatio 
dovmgrad^j^nd 
declas*^icat£ 



This documont contains neither, recommendations nor conclusions of the FBI. It Is the property of the FBI and Is loaned to 
your agency; It and Its contents are not to be distributed outside your agency* 



•ft U.S. 40VCRMMCMT PRINTING OPTICC: 1907-0-273*678 
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BS 100-41867 
DETAILS 

I. BACKGROUND 

A* Residence 



O 



b6 
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Subject ve rified she resided at 
Massachusetts.^J 



Special Agents of FBI ' 
April 15, 1971 



is 



Subjects brother advi sed subject's legal residence 

Massachusetts • \j 



April 1, 1971 

B» Employment 

Subject was observed working at 



J Massachusetts 



| Massachusetts* jj 



Special Agents of the FBI / 
April 15, 1971 



C» Credit 



On the dates indicated, the following credit 
bureaus 9 files were reviewed and found to contain no record 
concerning subject 



Date 

* 

May 4, 1971 
May 4, 1971 



Credit Bureau 

Quincy Credit Bureau 
Quincy, Massachusetts 

Credit Bureau of Greater Boston, Inc 
6 St. James Avenue 
Boston, Massachusetts 
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II 



ACTIVITIES 
A. 



A confidential source, h«g fnmtahed reliable 
infoTmafrlonTin the naat. advised 



Massachusetts* is telephone number 



This 7 



lgrtiiTY»<> ■Fnm-fahpri «-ha following I 



The fo llowing individuals ei ther reside at present 



or did reside at[ |during the period in 

which telephone calls were checked and had access to this 
same telephone: 



b6 



o o 

BS 100-41867 

A confidential source advised the following 



b6 

b7C 

b7D 



BS T-2 

April 26, 1971 



is 



who is a prime suspect in the break- in of the Media, Pennsylvania, 
Resident Agency of the FBI* y 

I l is also a prime suspect in the 

break*- in of the Media Resident Agency, jj 



b6 
b7C 



In an article appearing inf 



cantioned 


lit 




was revealed? 1 


was indicted today 


by the Federal Grand Jury foi 


fi . , 


b6 


The article noted he was age 


land resided at 


b7C 


Pennsylvania* near tfvnne fie Id Avenue. The article stated 1 










| ( The article also said that 





he had been active in demonstrations against the war in Vietnam 

- 4 - 
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and on one occasion he and five other individuals chained 
themselves to the doors of Local Draft Board 59 at 
Upper Darby, Pennsylvania ♦ ^ 



There "are no identifiable references to 



V 



B> Subject's Whereabouts » March, 1971 

Subject made a speech on March 6, i?71, at St, Peter's 
Episcopal Chur ctu Sellars S treet * Cent ral Square \ Cambridg e* 



Massachusetts* 



represented 



and 



co ncentrated he r speech on the events leading up to the arrest 



of 



and the arrest itself* 



BS T-3 

March 10, 1971 



was observed on March 15, 

1971, standing in front of ^ANE Headquarters in Philadelphia* 
Pennsylvania* toge ther with 

. — h 



Special Agents of the FBI /, 
March 15, 1971 , 



made a speech at the St. Thomas 
Aquinas Center* University of Connecticut, Storrs* Connect icut* 
entit led I I 



1 The speakers were 



] Massachusetts* \j 



Special Agents cE the FBI 



March 22, 1971 
Subject did not reside with 



at 



] Massachusetts, between the period' March 1, 



1971, an d March 14, 1971 • During the sane period, subject's 
did not know the whereabouts of the subject.^/ 



April 1, 1971 



V 



supra \j 



BS 100-41867 



O 



© 



bo 
b7C 



r resides at 

] Massachusetts, in a large house occupied bs. 



about ten other individuals, both men, and women; but 
had not been seen at that address in some time* She could 
not state exactly how long it had been since she had last 
seen her. Subject's whereabouts during the preceding week 
to ten days were unknown* 



J Massachusetts \) 

March 10, 1971 i 



S ource advised he does not know any of the individuals 



who live at 



and 



was not 



familiar to him* He advised, however, that that address is 
Inhabited by "hippie types 11 who come and go at all times of 
the day* Bfecause of the large numbers of people living there, 
he knew nothing concerning any of them*^ 



J Massachusetts 



V 



March 10, 1971 

The following two individuals were unable to 
furnish anv positive infoiration concerning residents at 
| Massachusetts : (J 



Massachusetts 



U 



Massachusetts 



FD-323 (Rev. 11-29-61) 




In Reply* Phase Refer to 
File No. 



U0tED STATES DEPARTMENT oQuSTICE 
FEDERAL BUREAU OP INVESTIGATION 

Boston, Massachusetts 
May 5, 1971 



Title 



b6 
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Character 
Reference 



SECURITY MATTER - 
MEDBURG SUSPECT 

Boston repo rt of SA 



dated and captioned 



as above. 



All sources (except any listed below) whose identities 
are concealed in referenced communication have furnished reliable 
information- in the past* 



Jm^FbTI^ ?°" taln V , *" her recommendations nor conclusions of the FBI.. It is the property 
your aaetcy? V ° W " Cnd contont « «• to be distributed ovtSS* 



OPTIONAL form NO. 10 
MAY 166: COITION 

UNITED STATES G<T^RNMENT 

Memorandum 

to : DIRECTOR, FBI (lOO-lj.63390) 
from SAC, BOSTON (100-^3020) (RUC) 



date: 5/20/71 



b 
b 



subject: 



1 aka 



nee 



SM-ANA (MEDBURG SUSPECT) 
(00: BALTIMORE) 



ALL INFORMATION COMJAINI 
HEREirUSyUSCld 





tOOTH, 



Re Baltimore report of SA TEDDY J. 
dated 5/6/71. j 

On 5/17/71, personnel of the Bureau of Vital 
Statistics, Commonx*ealth of Massachusetts, State House, 
Boston, Mass., advised their marria ge records are nega- 
tive re 



nee 



] Vital Records, 



■ # On 5/17/71, 
Boston City Hall, Boston, Mass., advised that a search 
of marriage records from 1965 to pr e sept: to re- 

to 



fleet a marriacrft hv 


1 




also advised tl 



>resen. 
] neeL 



any information re subject or 



1=52^ 



3-Baltimore ( 10TP2?SS2TTRM) 

(1-52- ) MEDBURG) 

3-Philadelphia (100-51918) (RM) 

(1-52- ) (MEDBURG) 

lrBoston (100-l|.3020) 
CBW/mac 
(10) 



NOT RECORDED 

»52 MAY 261971 




AH, INFOKKmON COKTAIHBSL-- 
HEREIN IS UNCLASSIFIED 
EXCEPT WHERE SHMVH 
OTHERWISE 



Buy U.S. Savings Bonds Regularly on the Payroll Savings Plan* 



FD-36 (B©j^^2-64) 
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F B I 

Date: 



5/8/71 



Transmit the following in 
Via A I R T E L 



.{Type in plaintext or code)s^> 



Via A 1 K T E L ^ ( | S V tf* ^ T 

' (Priority) = \A j "W " 




0^ 



TO: 



FROM 



DIRECTOR, FBI (52-9H527) 
Attention: FBI Laboratory 

Document Section 



ILADELPHIA (52-7165 SUB A) 




71Gb ir^r 



SUBJECT/ i MED BURG 



Enclosed for the FBI Laboratory is a typewritten 
lett er and envelope received 5/5/71 by SAT 
from 



Pa. 



This letter and the envelope in which I t was encl osed 



is being submitted for document examination since [ 
[f? a known associate of I I a MEDBURG §ui 



a MEDBURG §Uspect .y 



xs 



fg ^ ^ The FBI. Laboratory is requested to compare the typ 

fge writing on the enclosed letter with the typing on previous 
[j*; submissions believed to have originated, with the Citizens 
j Commission to Investigate the FBI. The Laboratory f s, attentio 
jg is also directed to Q185> the retyped CCIF press release.^) 



f Mi information contained? * 

i£i 

t 



^■HEREIN IS UNCLASSIFIED ^ 



?7?ETN IS UNCLASSIFIED 
S.rSP3UJH38E 





\rDD/rav 
VT(7) 



Bureau (52-9U527) (fencl/ 
Philadelphia (52-716§^sj 
1 - 100-38658 
1 - I I 

b7D 






v App 



roved: 




Sent 



Agent in Charge 



M Per 



UNlTEp STATES GOVERNMENT 

Memorandum 



TO 



FROM 



SUBJECT 



MR. WALTERS 



DATE 



C. A. HarrisV All If^ATiC ? : ^OffTAIN 

LATENT FINGERPRINTS ON EXPLOSIVES MANUALS 
TDKMT TF TR T> AS FTNRF.RPRTWTfi OF 





On 5/4/71 Tdent identified a latent fingerprint developed on ^ 

and * ^ 



sixteen latent fingerprints developed onT 



FBI J 



las finger imp ressions of 



Latent fingerprints on 



were also id entified as finge rprints of confidential informant! 



Each page of 



b6 
b7C 
"b7D 
J 



had to be processed. \) 



were forwarded by the Philadelphia Division. They 



and had originally been obtained bv Agents of the Lewi^- 



pertain to^ 

burg Resi dent Agency from 
I ~~L to aid informant who had represented himself to Father Philip 

B errigan and other princip als of East Coast Conspiracy t o Save Lives case 



b6 
b7< 

b7] 



as 



After informant showed them tc[ 

last fall they were returned to the source. \1 

During recent debriefing informant related 
was very intereste d in! 
on 9/5/70. broughtl 



\ 



3 




Domestic Intelligence Division, and Philadelphia Division have 
been advised.^/ 'JT2. -9 /if 2.7_ 

RECOMMENDATION: WOrRlcoHDEB<p £~}JIa 

For information. \j I 

1 - Mr. Sullivan Tirarai . BTAM A*Aiftjt- M*« H. Menzel 
1 - Mr. Bishop ^J^r^fiffir^ Room 918 9th and D 
1 -.Mr. C. D. B^KSSB 55 ^ 1 " 



' RJH:aeb/jds^C t 



Room 930 9th and D 



1 - 



460495 



Room 918 9th and D 




9 



a 



F B I 

Date: 



5/7/71 



AIRTEL 



Via 



(Type fn plaintext or code) 

AIRMAIL 



(Priority) 





TO: 
ATTN: 

FROM: 
RE: 



DIRECTOR, FBI 
FBI LABORATORY 



SAC, ST.'' LOUIS (100-New) (RUC) 




SM - NEW LEFT V^ffiDBJIRC? SUSPECT) ' 
00: PHILADELPHIA .. 



b6 
b7C 



Re PH teletype to Bureau and SL dated 5/5/71. and 
. SL teletype dated 5/5/71.,.. 

I f i | \ \ i * \ 

Enclosed for the Laboratory are copies of ten doc- 



uments extracted from Military Service record of captioned 
subject, each purported to bear signature of subject. j 

The FBI Laboratory is requested to conduct appropriate 
comparison examinations of these known specimens consistant 
with previous comparisons in Medburg case. Submitted eveidence 
need not be returned. Laboratory furnish results only to 
00 Philadelphia. \J 



ALL l*!Fft n ""AT! A *! CONTAINED . - 




MAY 25 ffl 




T I SS 11 ?^}? 111 * HEREIN IS UHCWSSIFIBD^ 



1 - St. Louis 
WDGijmg 
(6) 



HEREIN 
ffifo EXCEPT WHERE SHOW 
' . OTpRfflfcE 



Approved; 




Sent 



Spedftil Agent in Charge 




, - 



F B I 

Date: 5AV71 



Transmit the following in 
Via ■ AXRTSL 




!• «^ 



JEST 




Enclosed for FBI Laboratory are the following 
described documents : \J 



On q/ili/7:ur 



J^assacnusefos^ representing the Record 
««. .. . ... ... — ' . . . . 



b6 
b7C 



American newspaper * Boston, Massachusetts, provided 
thc> Boston Office with the following documents: J 



One manila. envelope. Sh X 11. addVpssgd -hn 



J Cambridge. ^{assacHu 

~T~ _ V^. ^-■<'^^.^- - 



709881^. 

■ft 2^ One "RESIST" newsletter dated 5/10/71. 

^describing the sixth packet of FBI files being ' 

distributed to selected representatives of the mass 

media , 

r <0\ One "RESIST" note, undated., salmon in color, 

yaavxsxng of rising cost of xeroxing and mailing these' 



documents j and requesting selected media to advise 
"RESIST whether or not they desire to continue to 
receive copies of "liberated" files. The note also \J 
requested selected media to "send alona whatevex-ar<a f $A 



can spare to help us out,".) 7 -7 ^~ '/Fx 

Sureau (5M)_(AMSD) m ' £ 

2 ? Bo&ton Ja&^gaattKoii jffiSjAi M^* MAY a " Wit 

" v " ' " MftSSfKtED 



iSHOWB 





ST ^ 





N X) 



IS 



v<5 




Mi 



o° cP 



BS 52-6636 

,n 

The documents received in -above envelope 
also included ten sheets numbered e1 through E10. 
These sheets included a letter from the Citizens' 
Commission To Investigate the FBI, which reports 
to break-down, percentage - wise, the classifications covered 
by the stolen documents, this letter dated 5/3/71: [) 

Memorandum, Philadelphia SA WILLIAM S. 
BETTS to SAC, 100-49715, dated 6/7/68, entitled, 

Ten Days of Protest and Resistance, 4/21 through 
30/68, Information Concerning (IS)"; Memo of 
SAC JAMISON to' All Agents, dated 2/26/71, regarding 
Bell Telephone Company of Pa,, Liaison Matter; a 
copy of SF 395; report of SA DONALD G. COX to 
SAC, 157-^646, dated 1 2/1/70, sub ject, "UKA, PA. , 
IS - KLAN, " written by | I reliable; memo of 

SA EDWARD A. SMITH to SAC, 105-18173, elated 10/21/70, 
regarding JDL.J 



, On 5AV71, I I 
JBoston Globe newspaper, i of.at^d inl ^ | 



J Boston, 

made available 27 photostatic copies of conies of 
documents of the FBI. These documents are' numbered 
consecutively 1 to 27, and are described resoectively 
and in numerical order as follows: {) 



b7D 



be 
b7C 



pM' v 1.. A- guide tp enclosed , documents dated 
' ^i 1 2 3.£.J,971,,' signed Citizens Commission 

to, Investigate the FBI, which lists 12 * 
documents by topic of subject matter, yj 

oji** 2. Philadelphia letter dat.Pn March 10. 1966, be 
captioned !" I further described 

as Serial 37 of 105-2776. \J 

H l \ 3. Territorial map of FBI &Leld offices and 
all resident agencies. 



b7C 



BS 52-6636 



vf 4. Letter of SA I 

regarding I I SM-C 



dated January 29, 1971. 

dh 5. Philadelphia letter to the Bureau. 
,v dated November 30, 1970, Philadelphia 
105-17903-21. 



in6. Philadelphia i<vf:t.gy Kw^mhw in 
»' 1970, captioned I ^_ 



Philadelphia 105 r 17903~20. 



\\ 7. Document captioned, , 

I I page 2 marked SECRET - 



NO FOREIGN DISSEMINATION . 

^8. WFO airtel to Bureau dated 

Febx>uary l6, 1970., WFO 10,5-91485 

Cp9. WFO 105-91485,- page 2 

r^lb. WFO 105-91485, page 3 

fyVL* WFO 105-91487, page 4* 

/$L2. WFO letter to Bureau dated November 23, 
J i970, WFO 66-2479 -Sub E, PH 105-18426-1. 

#\l3*. WFO 66-2479 Sub E,- page,' 2 
S^4. WFO 66-2479 Sub E, page 3 

4Vl5« Philadelphia airtel to Bureau 

September 15, 197Q, Hi 105-l8ll4. 
•- 

^1l6 4 Philadelphia letter to Bureau dated 
May 28, ,1964, PH 105-103.84-3. 

£$17. WFO letter to. Bureau .dated November 17, 
} 1970, WFO IO5-976OO. 

^\l8. WFO IO5-9760O, page 2 



Q 



y 



BS 52-6636 



(?(20. 




Philadelphia letter to Bureau dated 
September 24, 1965, Philadelphia 
Serial 32,. 100- 9882. 

PH 100-9882, page 1A. 

SAC JOE D. JAMIESON letter to All^gents 
dated October 12, 1§70, PH 157-^954. 

PH 157-495 2 *, page 2 

Philadelphia letter to Bureau dated 
February 26, 1971, PH 157-5663(8). 

Philadelphia letter dated February 26, 1971 , 
captioned "Black Student Union, Pennsylvania 
'Military " College, Chester, Pennsylvania . " 



Document captioned, "Black Student 
Union, Pennsylvania Military College, 
Chester, Pennsylvania, page 2*. 

Philadelphia letter to Indianapolis 
dated November 20, 1970, PH 25-42035. 

Philadelphia 105-12?49, page. 2, 
re garding Philadelph ia report of b6 
SA | I dated September 10, b7c 

I957; ' 



« 



REQUEST OF THE FBI LABORATORY 

The FBI Laboratory is requested to conduct 
an examination of the submitted items and make a v 
comparison with documents previously submitted* 



4, 



Ha |Re», tytffl 

FEDERAL BUREAUOF INVEST AlON ■ 
WASHINGTON, D. C- 20535 V 

DATE: 

5-21-71 

TO: 

SAC, Philadelphia 
(52-7165 Sub A) 



P 



Y 



Re: 



MEDBURG 





2 pamphlets entitled "Weapons for Comterlnsurgency," 
item #7 

3 xerox copies of a paper item, item #11 

Booklet entitled "IhVPolice Chief 1970 'Director of 
Members and Police Buyers Guide, 1 .' item #12 



pCtypt..Txan8, 
Q Document 
QP&C 

□ Radio Engineering 
KjLFPS 



ir \r ... ii 




0& 



Special Instructions: 

Mail.Room: Show shipment date and registry m 
Shipping Room: Show shipment date; bill of ladir, 6 .^v., - 
initial invoice; return t6 Section^ checked in block; ajj^OT 
initialing in block, invoice to be placed in administrative file,/ M m 

REGISTER 




52-94527 



LC : A-33896 








F B I 

D ? te: 5/15/71 



Transmit the following in 
Via AIRTEL 



(Type in plaintext or code) 



(Priority) 




r. 



a 



k 

r ■ 



TO: 

FROM: 
SUBJEC 



DIRECTOR, FBI (52-94527) 

(ATTENTION: FBI LABORATORY, 

DOCUMENT SECTION) 



PHILADELPHIA (52-7165 Sub A) 



U0S19 



085 




b6 
b7C 



Enclosed for the FBI Laboratory is a leaflet 
entitled, "Thej ^BI in Powelton, " ^) y 

The enclosure was delivered by I I to 
the Philadelphia Office of the FBI on 5/14/71. y 

Request of Laboratory V X 

Determine if the type style on the enclosed 
leaflet is similar to that appearing on documents believed 
to have originated with the Citizehfe Commission ^o Invest igat 
the FBI 



(WL-Efureau (52-94527) (Enc. 1) 
^-2 - Philadelphia (52-7165^Sgb A) 



(rJ) 



l> 





OK 






4 </, ' 



may 19 ran 



Approved; 



pecidP-Agent in Charge 



ISS- 



M Per 




~4 



T&T U. S. GOVERNMENT PRINTING OFFICE 1971 -413-138 



^ * May 17. 1,971 [ 

GENERAL INVESTIGATE DIVISION 

Curing midafternoon 5/16/71 , 



b6 
b7C 



r 



called Philadelphia Office re information he 



allegedly possessed concerning documents 'stolen from 
Media Resident Agency. (RA). He was contacffid_and 
interviewed in detail by Philadelphia Agents. 



claimed he was yisitin g girl friend&s apartment near 

and had occasion 1 



Resistance commune on 



to enter next-door apartment where he saw stacks of" 
official -looking documents dealing with police and 
FBI. He claimed he saw the word Media, jl 

Ap proved search warrant was obtained thro ugh . 
U. sriffforney 1 s O ffice, Philadelphia, and Agents 
Snterea apartment short ly after 6 PM Sunday whe re 
thgrfogi^ 

Media, docu ment s . One Directory of Police Chiefs 
published by International Association Chief of * 
Police may be original and could have been stolenjrom f 
the RA. This and other material being transmitted 
expeditiously to Bureau for Laboratory and Identification 
Division examinatio n. Only occupant of room one 

~l No record Philadelphia indices. 



Bureau files being checked. Philadelphia expeditiously 
reviewing their document material, and^illniiifprm of 
complete results. Al \ irFCr/ T ATil Ti uOi^U^^ 

HAS:mcp nATF W 

HEREIN IS UNCIiASSIF(F> 
EXCEPT WHERE SHOWN ^0 
QXHERWISE 





FD-fo (Rev. 5-22-64) 



Q i 



Transmit the following in 
Via ATKTET. 




F B I 

ate: 



DECLASSIFICATION AUTHORITY DERIVED FROH:/ 

FBI AUTOMATIC JflSLASSIFICATIofcl GUIDE 

! *-* 



^ DATE 08-27-20 



(Type in plaintext or code) 



TO: 

FROM; 



[IFIED (Priority) 
„ :j5HQ52l£^; 

v CLASS". & EXT. BY 
DIRECTOR, FBI (52-94527) r£Js H-FCIM II, 

DATE OP REVIEW 



SAC, NEW YORK (52-10018) 



b6 
b7C 



SUBJECT: 




MTH 

SM-MEDBURG 

[ee-^EQ) 

^MEDBURg} 
^OOrPH) 



nea 



GARDBURG 
ATTEMPT 
(00: NY) 




c 

£/'"'^f - • ReNYtelety ne to Directo r. 5/14/71, with pertinent iti- 
£75« fwcmation concerning ] | for the information of, the 

£■ * St . Louis Division, 

c?t,^ < u > j | hflS advised/that 



— Hfc 

J has advised 



somehow involved as liaison be 




the Citizen's Committee to investigate the FBI.V^-"' 

^Bureau i — — 

.^Philadelphia . 
(1-100-52389) 
(1-52-7165) 
2-Washington Field 
(1-52-12554) 
(1-100-50069) 

2- St. Louis 

3- New York 
(1-52-10018) 

(1-52-10075) CLASSITIED 10 
(1-100-164723) EX»f???^c 

MJC:nam 

4W) 




various peace groups and 



Approved 
ft 



Special Age nt>ilf Charge 





11 ^ "tfZ 1971 



J 



m 52-10018 



m file on 
descriptive data:: \J 

Bat^of^ Birth j- 

Height / 

Selective Servide 
Nbxnber 

Arrtiy Serial Number 




bb 
b7C 



2 K 



s known to be a member of 



discloses the following; 

^ — "TT" 

"iifu « * * - * - - 



Bridgeport, 



Gdnrtecticut 

Fxve~f1fet, ten and one half 
inches 



HEAD 



St* LOUIS 



AT ST, LOUIS MISSOU RI « Will look through the records 
of the US Armv. ^t. Louis an d attempt to obtain^ingerprihfe 



card on 



arid submit same to' Bureau. 



M\FD-36 (Rev. 5-22-64) 



5/24/71 




r< jj:smit the following in 
AIRTEL 





IS 



I SEE REVERSE 

I SIDE FOR 
CIASSIFICATION 

ACTIOS 




DIRECTOR, FBI (52-94527) 



EST YORK (52-10018) (P) 

CLASS. & EXT. 

SUBJECT A MEDBURG} BEASON-FCIM II, 

(UlhP ff) DATE OP review 




BKPHflirt t o Bureau, 4/28/71, enclosing photos of ^ 

SfflvfsHaen 




| was 
« him to be 

4^r^ 



4/30/71, 



that 



was Unknown to* him and that she was never observed by 
a participant in any resistance or peace movements 



_ V Y On 5/10/71, C 
I | was unknot to hi 
fr in NYC area. 



advised that 



im and that he had never observed 



b6 

b7C 

b7D 



U 

On 5/19/7 lJ 



^/unfamiliar to hex,^ 

SSpiwbsbisww" 

■ J2~ Bureau 
'2-Philadelphia (52-716; 
2\New York W$ 



, , was recont acted concerning £^ 

and advised that l ~| was completely 



b6 

jb7C 

b7D 





"DATS 0* 



Special AgenJL^m Charge! 



The ^Attorney General 

X m 



Director. FBI 



KEDIA, PHSISYLVASJIA, KAEGH 8, .1971 / ~° , . a 

0ur Philadelphia Office, pursuant to a. search warrant issued 

"i 



by Federal Magistrate Bdtsard ft. Faria on Hay 16 * 1971, seized at 

Pennsylvania, Xeroxed 



stolen 



natorials identifiable vith 18 decusients not previously kntim 
lledia Resident Agency. These documents v&:e. -prepared by our Tra 
division in support of our Field Police Training Program. Copies of 
identified documents have been forwarded to yen in accordance with 
established procedure, 

Enclosed for your information nre three Xerox copies of srti< 
published in **The Hew York Tines" on Kay 18,. t97U M 2& G Eashia&ton 
Bost* oal!ay 19, 1971, t&lch contain eaeerpts from several of the / 
identified documents. 'The escerpted Materials are patently distort 
Poking them . out of contest. The articles state that. fhe. national A&tid" 
Sesearch on the miitary-Industrial Cccplex (aABHC) , an agency of the 
&ierieaa Friends Service Cossaittee in ^hiladelpliia,. received the 
documents frca the Citizens Cossaiasion to Investigate the "FBI. Accords 
.to "The. Hexr York Tises" article* UA&SIC is. incorporating several of tfc 
documents, stolen in u booklet to be lehtitiedV Police on the Hoiaefront 
Without doubt, this booklet nill contain comparable patently distorte 
exeerpts-as evidenced in tic published articles?, as reportedly 
dnterpretntidns' of the documents by an iimaGsied^pol^isi^ for HASsSHC 



Enclosures Cl> 

1 •• The Deputy Attorney General (Enclosures - 3) " _ 
1 The Assistant Attorney General (Enclosures 3) 
Internal Security IJivision 



Tot&pn _ 
Sultfvaiv, 
* Mohr , 



Bishop 

Brennan, CD. 
Callahan 
r&^pr ; . . 

Conrad 
Dalbey ... 
Felt , „ ,._ L- 
Gal<i — ^ — 
Rosen M ,. r . ^ 

Tavel - £. 

Walters — — 
Soyars 



1 - 

1 - 

1. r 
I - 
1 - 

JPF 



Mr/ -Sullivan 
Mr i .Mohr 
Mr. kosen 
Mr-. Bishop 
Mr.^Dalbey 
Mr. Brennan 





IIEREIN IS«Utf 
^CEr'T WHERE SH0V 



Tclo. Room?^ 
Holmes __ 
Gandy 



3HKTvsc" 

Ml 

1 m/iL'R00M(Z3 TK^ETyPHUNlTCD 




NOTE: Based on Ca 
I I memo 
5? 20/71, ca 
■Wedburg,, F 
Assessment 
0iv^si w on. l? 




MAY 27 1971 



1 



